
Subject: RE: Mon, 231600J UL18 HHS/DHS Support Synch Meeting EXSUM (UNCLASSI FI ED) 

Date: Tuesday, J uly 24, 2018 7:29:14 PM 

Attachmeirts: DPW-CMPB Review 20180724 Data oniv.xisx 


ALCON, 

Plz see attached file. I took everyone's information provided and combined 
into one spreadsheet. THANX 

V/r 



Mechanical/Infrastructure Engineer 

Directorate of Public Works 

Operations & Maintenance Division (OMD) 

Facilities & Infrastructure Branch 

Building 777, Room 307 

1733 Pleasonton Road 

USAG Fort Bliss, Texas 79916 



"We are the Army's home. Team more at www.imcom.army.mil" 

PII: 

ATTENTION: The information contained in this communication and any 
accompanying attachments is intended for the sole use of the names 
addresses/recipients to whom it is addressed in their in conduct of official 
business of the United States Government. This communication may contain 
information that is exempt from disclosure under the Freedom of Information 
Act, 5 U.S.C. 552 and the Privacy Act, 5 U.S.C. 552a. Addressees/recipients 
are not to disseminate this communication to individuals other than those 
who have an official need to know the information in the course of their 
official government duties. If you received this communication in error, any 
disclosure, coping, distribution, or the taking of any action on this 
information is prohibited. If you received this confidential electronic 
mailing in error, please notily the sender by a "reply to the sender only: 
message, delete the email immediately and destroy all electronic and hard 
copies of the communication, including attachments. 

No PII: 

ATTENTION: The email message, including any attachments, is for the sole use 
of the intended recipient(s) and may contain confidential and privileged 
information. Any unauthorized review, use, disclosure, or distribution is 
prohibited. If you are not the intended recipient, please contact the sender 
by reply email and destroy all copies of the original message. 

Any documents with Personally Identifiable Information (PII) must be 
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encrypted when sent by email. 



Subject: FW: Mon, 231600JUL18 HHS/DHS Support Synch Meeting EXSUM 
(UNCLASSIFIED) 


CLASSIFICATION: UNCLASSIFIED 
Team, 

Pis see REI from the GC below. Pis prepare a spreadsheet with the ISR 
ratings by bldg as well as a general condition description. Include a map 
showing each bldg. Will need to review the product NLT 13:00 tomorrow. 

Thx. 



Director of Public Works 

Directorate of Public Works 
Building 777, Room 100 
777 Pleasonton Rd. 

USAG Ft. Bliss, TX 79916 



"We are the Army's home. Learn more at www.imcom.army.mil" 


. IF THIS EMAIL CONTAINS INFORMATION SUBJECT TO THE PRIVACY ACT, FREEDOM OF 
INFORMATION ACT, OR CONTAINING PIT 

- ATTENTION: The information contained in this communication and any 
accompanying attachments is intended for the sole use of the names 
addresses/recipients to whom it is addressed in their in conduct of official 
business of the United States Government. This communication may contain 
information that is exempt from disclosure under the Freedom of Information 
Act, 5 U.S.C. 552 and the Privacy Act, 5 U.S.C. 552a. Addressees/recipients 
are not to disseminate this communication to individuals other than those 
who have an official need to know the information in the course of their 
official government duties. If you received this communication in error, 
any disclosure, coping, distribution, or the taking of any action on this 
information is prohibited. If you received this confidential electronic 
mailing in error, please notily the sender by a "reply to the sender only: 
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message, delete the email immediately and destroy all electronic and hard 
copies of the communication, including attachments. 


. FOR ALL OTHER EMAILS: 

- ATTENTION: The email message, including any attachments, is for the sole 
use of the intended recipient(s) and may contain confidential and privileged 
information. Any unauthorized review, use, disclosure, or distribution is 
prohibited. If you are not the intended recipient, please contact the sender 
by reply email and destroy all copies of the original message. 



Subject: FW: Mon, 231600JUL18 HHS/DHS Support Synch Meeting EXSUM 
(UNCLASSIFIED) 


CLASSIFICATION: UNCLASSIFIED 


For Wednesday's SVTC on the DHS mission, I need to provide info on Site 
Monitor. Here is the info I need: 

- Breakdown of each structure at Site Monitor and its Q rating. 

- If a stmcture is rated as Q4, then is it still authorized and/or 
advisable to be used by DHS for admin and/or wrap around facility use 

- For my edification, how do we rate portable facilities. Some of the 
facilities there are relocatable and I'm not sure if we evaluate 
non-permanent stmctures. 

Thanks. 



Fort Bliss Garrison Commander 
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Subject: Mon, 231600JUL18 HHS/DHS Support Synch Meeting EXSUM (UNCLASSIFIED) 
CLASSIFICATION: UNCLASSIFIED 
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Team, 


Below is the Mon, 23 Jul CG DBS SITREP. 
v/r. 



COL, SC 
FORSCOM G-3/3 


Deputy Director, Operations and Readiness 




Subject: Mon, 231600JUL18 HHS/DHS Support Synch Meeting EXSUM (UNCLASSIFIED) 


CLASSIFICATION: UNCLASSIFIED 
Sir, 

BLUF: Fort Bliss and HQDA are exploring authorities to offer Site Monitor 
facilities to LOGCAP and/or DBS for potential administrative use. 

Support to DBS remains the priority of effort, although no further 
indication of a trigger to begin support. 

POTENTIAL ADDITIONAL SUPPORT: 

- Fort Bliss is prepared to offer Site Monitor (preexisting facilities 
adjacent to Parcel 2). 

- Facilities are slated for future destruction, and use by either LOGCAP or 
DBS would not impact readiness or training. The facilities are not 
sufficient for housing purposes. 

- Site Monitor could be used for LOGCAP C2 during contract execution or used 
by DBS for C2, or common area structures such as classroom(s), courtroom, 
media center, etc. 

MEMORANDUM OF AGREEMENT (MOA): Draft DBS MOA continues FORSCOM GO/SES 
coordination. 

v/r. 
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COL, SC 
FORSCOM G-3/3 

Deputy Director, Operations and Readiness 



CLASSIFICATION: UNCLASSIFIED 
CLASSIFICATION: UNCLASSIFIED 
CLASSIFICATION: UNCLASSIFIED 


CLASSIFICATION: UNCLASSIFIED 
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